


AMATEUR WORK 























Aquarium, How to Make an 
Astronomy. 
New Star in Perseus. 
Automobile, How to build a Steam 
Banks 


Ballons, Hot Air 
Banks, Automobile 
Battery, A Bichromate 
How to Make a Powerful Bichromate 
Cloride of Zine 
Bed, A Boy’s 
Bell Fitting, Electric for Residence 
Bicycle, An Amateur’s Motor 
Bicycles, Motor 
Boat, How to Build a Row 
Book-binding at Home 
Book-binder for Magazines 
Book Case, How to Make a Small 
Boring Holes in Metal or Wood 
Sungalow, A Summer 


Cabinet Fittings, How to Make 
Cabinet, How to Make a Kitchen 
Cabinet, A Magazine 

Camera, First Work With 
Camera Obscura, How to Make a 
Case for Shot Gun Shells 

Chair, A Reclining 

Chest Machine 

Chestnut Trees, How to Shake 
Clock, A Home-made Colonial 
Clock, A Hall 


_Cooper-Hewitt Lamp 


Cores, Venting Cooked 


Dark Room, How Made 
Desk, A Retouching 
Developing Plates 


20, 42, 67, 
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223 
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29 
149 


244 
272 
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Drawing, Mechanical 


Bp? * 


13, 37, 61, 85, 111, 137, 163, 


189, 263, 282 
Dynamo, The 231 
Dynamo, Parts of the 256 
Electricity 
Batteries 25 
Bell Indicator 253 
Current Switches 108 
Dynamos 231 
Fishing by Electric Light 171 
Flash Torch 206 
Galvanometer, Astatic 227 
Lamps, How to Color 202 
Lightning Arrester, A 229 
Magnatism and Induction 73, 99 
Magnetic Field and Polarity 145 
Methods of Connection 49 
Medical Coil, How to Make 74 
Motor, A Small 102 
Parts of the Dynamo 256, 278 
Questioner 105 
Railway, A Model 234, 273, 279 
Resistance 157 
Resistance in Circuits 187 
Storage Cell, Construction of a Sinall ~ 159 
Shocking Machine 230 
Telegraph Key and Sounder 16 
Telegraph Relay 251 
Volt Meters 173 
Whimshurst Intiuence Machine 125 
Wind Vane, An Electric 180 
Wheatstone Bridge 207 
Wireless Telegraphy Apparatus 177, 203 
Receiving [nstruments 203 
Embossing, Decorative 33 
Engines, Gas 82 
Engine, 3-4 H. P. Gasoline 131 
Enlarging Apparatus, A Home Made 219 





IV AMATEUR WORK 





Fan, How to Build a Shop 
Films, How to Develop 
Fishing by Electric Light 
Flash Light Torch 

Food Plants in Yucatan, New 


’ Furniture 
Book Case, a Small 
Boy’s Bed 
Fittings, How to Make 
Colonial Clock 
Hall Clock 
Hall Mirror 
Hall Settle 
Kitchen Cabinet 
Magazine Cabinet 
Reclining Chair 
Table, Small 
Wardrobe, An Easily Made 


Galvanometer, An Astatic 
Games 
An Electric Questioner 
Ping Pong or Table Tennis 
Pyramid 
Gasoline Engines, 3-4 H. P. 
Glue, Rules for Making 
Gramaphone, A Home Made 
Grinding Tools, A Holder for 


Hammock Making 
Barrel Hammock 
Canvas Hammock 
Net Hammock 


House Boat, How to Build 90, 120, 


Ice Boat, How to Build 
Ice Chest, An Easily Made 
Intensification and Reduction 


Kite, A Folding Box 


Lamp, Cuoper-Hewitt 
Osmium 
Lamps, How to Color Electric 
Lightning Arrester 
Luminous Photographs, How to Make 


Medical Coil, How to Make 

Metal Niobium, The 

Mirror, Hall 

Motor, A Small Electric 

Moulding and Casting Type Metal 


Osmium Lamp, The 


Paper, Modern Uses of 


Patterns, Moulding and Casting Type Metal 
Peat Development in Ontario 


Photography 
Dark Room 
Developing Plates 
Enlarging Apparatus, Home Made 
First Work With a Camera 
Flash Light Torch 
How to Develop Films 
Intensification and Reduction 
Making Prints 
Orthochromatic Plates 
Photographic Scales 
Picture Photography 
Pin Hole 
Pinholes in Negatives 
Progress in 
Retouching Desk 
Turning Photos into Sketches 


Questioner, An Electric 


Railway, A Model Electric 
Receipts 


234, 273, 


Cleaning Furniture 
Enameling Furniture 


Settle, A Hall 

Shocking Machine, An Electric 
Signal Telegraph System 

Steam Automobile, How to Make 
Steamboat, A Model 

Steam, Concerning Superheated 
Storage Cell, Construction of Small 
Sun Dial, A 

Switches, Current 


Table, A Small 
Telegraph Key and Sounder 
Relay, How to Make a 
Telephone, How to Make a 
Telescope 
Tent, How to Make a 
Torch, An Electric Flash 
Flash Light 
Turning Lathe Frame, Wooden 


Venting Cooked Cores 
Volt Meters 


Wardrobe, An Easily Made 

Weather Prophet, Every Man His Own 
Weather Study 

Wheatstone Bridge, The 

Wimshurst Influence Machine 
Wind-vane, An Electric 


Wireless Telegraphy Apparatus 177, 
Wood Turning for Amateurs 258, 


Write on Glass, To 
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275 
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236 
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211 
161 
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